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Teresa Ryan, who played bass in the proudly extreme 1970s Los Angeles punk band Germs under the name Lorna Doom, died 
on Wednesday in Thousand Oaks, Calif. She was 61. 

Her death, in a hospital, was announced on Facebook by the band’s drummer, Don Bolles, and confirmed by her cousin Beth 
Bergman, who said the cause was cancer. 

Ms. Ryan would stand calmly onstage with her bass lines propelling the music along with Mr. Bolles’s beat, while Germs’ leader. 
Darby Crash, delivered the songs with anarchic, often bloodily self-mutilating intensity: confronting audience members, 
lighting matches, smashing glasses on his head. Germs shows often sparked riots in the audience. 

The band made one album and lasted until 1980, when Darby Crash (born Jan Paul Beahm) killed himself with a heroin 
overdose. He had often spoken of a five-year plan to create a notorious cult band, record one album and then commit suicide to 
make himself legendary. 
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